> spiderbeam 


high performance lightweight antennas 


40m Add-On Dipole for Spiderbeam Yagis 


Required material for both versions: 


Nr. | quantity description 

1 1210cm | Wireman CQ-532 stranded Copperweld silky wire, PE-Insulation 
2 986cm_ | Wireman CQ-534 stranded Copperweld silky wire, PE-Insulation 
3 210cm_ | Enameled copper wire, 1,5mm diameter 

4 2 Coil forms 35mm diameter, 50mm length 

5 30cm Heat shrink tube 3/1mm with hotmelt glue inside 

6 20cm Heat shrink tube 6/2mm with hotmelt glue inside 

7 12cm Heat shrink tube 40/13mm with hotmelt glue inside 

8 8 Plastic - Insulators, black Polyethylene, UV resistant 

9 2 M6 tubular cable lugs, tin plated copper 

10 25m PVDF monofilament fiber line, 1mm diameter 

11 10 Cable ties, UV-resistant 100x2,5mm 

12 1 20cm diameter spool 


For Portable Spiderbeam: 


13 2 fiberglass tube segments, length = 1.15m, diameter 35mm, 1mm wall thickness 
14 2 V2A (stainless steel) hose clamps, diameter 30-45mm, width = 9mm 
15 25cm __| Flat rubber strip (EPDM UV resistant), width = 15mm, thickness = 83mm 
16 20cm Heat shrink tube 13/6émm 
For HD Spiderbeam: 
17 2 fiberglass tube segments, length = 1.15m, diameter 30mm, 2mm wall thickness 
18 2 V2A (stainless steel) hose clamps, diameter 25-40mm, width = 9mm 
19 22cm Flat rubber strip (EPDM UV resistant), width = 15mm, thickness = 3mm 
20 16cm Heat shrink tube 13/6émm 


Price in Kit Form: $ 149.00 
Price for readily assembled Dipole: $ 219.00 


(plus Balun if necessary/required, see next page) 


Mounting Scheme 
The 40m dipole is rotated 90° tot he Spiderbeam Wire elements. It can be connected either to the 
same Balun as the Spiderbeam Yagi (above) or to a separate Balun (below) the boom. 


Max. Transmit Power: 1000W CW 
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Radiation Diagrams and SWR in 15m height above ground: 


Tot-gain [dBi] 105 Zs Vertical plane Tot-gain [dBi] oY Horizontal plane 
Norm-All: 6.11 dBi Norm-All: 6.11 dBi 


7.1 MHz 7.1 MHz 


: 1201 60 : ain 
spi_Sband_plus_d4Q.out 4 ne 75 993 < dBi < 6.11 spi_Sband_plus_d4Q.out 75= ics 0.48 < dBi< 6.11 
Azi.= 30 30 Max gain Ele:40 Elev.= 40 130 Max gain Azi:90 


SWR (50 Ohms) 


oOo Fon os 


fd 7.02 7.04 706 708 71 47.12 7.14 716 718 72 7.22 7.24 7.26 7.28 7.3 MHz 


